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SHOWER ENCLOSURES 



Sliding Shower Doors 

Cardinal Shower Enclosures offers several trim levels of sliding door enclosures, from the basic 
Cardinal Builder series up to the luxurious Heavy Euro and Apollo series. Framed sliders have 
metal all the way around the glass while frameless sliders have clips holding the top of the 
glass. 

Be sure to check out the Cardinal S-Curve option. It can dra matically change the look of a basic 
shower enclosure. 

Cardinal Builder Series 

• Available as the "Trojan Series" on the West Coast 

• The Cardinal Builder series enclosures are our base line of 
sliders 

• Solidly built and designed to last for years 

• Several stock sizes are available to match most fiberglass 
tub inserts and basic tub and shower enclosures 

• Available with our standard double-towel bar 

The Cardinal Builder series is available in stock sizes only. For taller, wider or custom size units, 
use the Cardinal series tub and shower enclosures. 

Euro Series 




The Euro series are available in FIVE trim levels: 

• Light Euro Series - Featuring Light Euro header, 3/16" glass and 
clamp-on single towel bar 

• Traditional Euro Series - Upgrades with 1/4" Clear glass and 
through-the-glass towel bars 

• Euro Series - Upgrades to our heavy duty header suitable for 
taller and wider units 

• Platinum Riviera Euro Series - Upgrades to the Platinum 
header & rollers (see below) and 5/16" slider glass 

• Heavy Euro Series - Upgrades with the heavy duty Euro header and 





3/8" glass 



Optional features include the Cardinal S-Curve glass and recessed finger pulls. 

The Heavy Euro series can accommodate our patterned 3/8" glass or a 3/8" Venetian Cast Glass 
pattern. 

Apollo Series 

The Apollo series enclosures are our premium aluminum shower enclosure. 

• The header resembles crown molding and the wall jambs look 
like fluted wood. 

• Solid through-the-glass hardware resembles turned wood and 
have a great feel. 

• For smaller shower openings our standard wall jambs can be 
used in place of the wider Apollo style wall jambs. 

• Available with our optional Cardinal S-Curve glass. 

The Apollo series can accommodate 1/4" glass while the Heavy Apollc 
series can take 3/8" clear, patterned or even cast glass, creating a 
gorgeous slider. 

Heavy Apollo series enclosure with basic wall jambs, White finish, Brushed Nickel hardware and 
3/8" Forest glass 

Swing Door Enclosures 

Cardinal Shower Enclosures is pleased to offer several trim levels of swing door enclosures. The 
Cardinal series is our standard line of semi-frameless enclosures, which just has metal on the 
door jamb side and bottom of the door. The Craftsman series feature fully framed doors (metal 
all the way around the glass). Both are available in a nearly unlimited number of configurations. 

For a truly clean look, choose a heavy glass or cast glass enclosure made from 3/8" or 1/2" 
glass. These use clips or channels to connect the glass. 

Heavy Glass Enclosures 

Cardinal Shower offers a full line of heavy glass hardware and glass 
patterns. From 3/8" and 1/2" glass to clips and channels, we can help you 
build the shower of your dreams. Heavy glass enclosures can be 
configured for nearly any space. Options include in-door or in-panel steam 
vents and custom etching. 

We pride ourselves on our glass. The industry standard for glass is that if 





you can't see a blemish from ten feet away, it passes. But think about it? How often are you in a 
shower enclosure and stand ten feet away from the glass? That's why we inspect all our glass 
from arm's length away. While most glass companies manufacture glass you look THROUGH, 
Cardinal is focused on glass you look AT. 

TruFit Series 

Traditional heavy glass enclosures need to be made to order because 
even a 1/8" out of plumb can require custom glass. The TruFit enclosure 
utilizes our custom jamb and channels to allow for easy, on-site 
adjustment to the wall and curb conditions. 

• 3/8" Clear tempered glass 

• Heavy glass hinges and a through-the-glass C-pull 

• Five stock finishes: Chrome, Brushed Nickel, Oil Rubbed Bronze, 
Roman Bronze and White 

• Single door has 1/2" of adjustment, door and panel has 1 1/4" 

Fiberglass Installation 

Now you can have HEAVY GLASS in a FIBERGLASS STALL. 

• You DO NOT need to hit a stud when installing the door 

• Eight molly bolts spread out the weight to the unit and curb 

• Customers say they can do a tear out and install in ONE HOUR 

• For remodels, the wall jambs can cover old screw holes 

• Units IN STOCK! You can install one today! 

Can Combine with Heavy Glass 

You can combine a TruFit door with other standard heavy glass panels. With 1/2" of adjustment 
on the door, you can allow for some fine tuning during your install to accommodate out-of- 
plumb walls (see photo below). 




For more information please visit 
http://www,cardinalshower,com 



